Subject: Re: Tivoli Lights, Downtown San Pedro 
From: Lorena Parker 
Date: 02/1 6/201 7 05:07 PM 
To: Ryan Ferguson 

CC: George Livermore <georgel@dekra-lite.com>, Elise Swanson <eswanson@sanpedrochamber.com> 
Ryan, 

The tivoli lights are connected to the street lights. When the street light goes out, the tivoli lights go out. 
We work directly with the Bureau of Street services to have the light repaired. 

We will research and follow up on this. George, there is no action for you to take on this. 

Best regards, 


Lorena Parker 

Executive Director 

San Pedro Property Owners' Alliance 

San Pedro Historic Waterfront 

Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 

T 310.832.2183 I F 310.832.0685 

Lparker@sanpedrobid.com 

www.sanpedrobid.com 

On Thu, Feb 1 6, 201 7 at 1 0:20 AM, Ryan Ferguson < rvan.ferauson@lacitv.ora > wrote: 

Good Morning George, 

I hope your week is going well. 

A constituent reached out to me stating that the tivoli lights on W. 5th Street from S. Pacific Ave to S. Palos Verdes St are 
not working. Flow do we go about getting them operational again? Please advise. 

Sincerely, 


Ryan Ferguson | San Pedro Field Deputy 
Councilman Joe Buscaino 

Council District 15 | City of Los Angeles | 310.732.4515 


